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TO  :  SEE  DISTRIBUTION 


1.  Forwarded  as  Inclosure  Is  Operational  Report  -  Lessons  Learned, 
Headquarters,  67th  Evacuation  Hospital  for  quarterly  period  ending  31 
October  1966.  Information  contained  in  this  report  should  be  reviewed 
and  evaluated  by  CDC  In  accordance  with  paragraph  6f  of  AR  1-19  and  by 
CONARC  In  accordance  with  paragraph  6c  and  d  of  AR  1-19.  Evaluations  and 
corrective  actions  should  be  reported  to  ACSFOR  OT  within  90  days  of 
receipt  of  covering  letter. 


2.  Information  contained  In  this  report  Is  provided  to  the  Commandants 
of  the  Service  Schools  to  Insure  appropriate  benefits  In  the  future  from 
lessons  learned  during  current  operations,  and  may  be  adapted  for  use  In 
developing  training  material. 
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SUBJLCT:  Operationfil  Report  -  lessons  le&rnod  for  Quai^erly  Period 
Bhding  31  October  1966  (HCS  CSFOR-65) 

SECTION  X  -  SIGNIFICANT  CRGANIZATIOiAL  ACTIVITIES 

This  period  has  been  one  of  great  algnlflcanco  to  menbers  of  the 
67th  Evacuation  Hospital  as  the  unit  went  from  a  non<K>peratlonal  status 
to  that  of  a  functional  patient  treatment  facility.  Activities  of  the 
unit  were  concentrated  in  four  areas;  providing  routine  administrative 
and  logistical  support,  construction  of  the  new  hospital  complex,  support 
of  other  medical  facilities,  and  the  functional  operation  of  the  new 
hospital. 

Vhen  completed,  the  hospital  complex  will  consist  of  30  buildings  of 
vdilch  ten  (10)  buildings  will  be  permanent  type  construction,  ten  (10) 
will  be  hootch  type  buildings  and  ten  (10)  will  be  double  quonset  huts. 
Eight  (8)  of  the  permanent  type  bxiildlngs,  one  (1)  hootch  type  building 
and  el^t  (8)  double  quonset  huts  were  consisted  as  of  5  October  and  make 
up  the  present  physical  plant  ef  the  hospital.  The  two  (2)  permanent 
buildings  still  urider  construction  are  "H"  type  and  will  serve  as 
hospital  wards.  One  Is  to  be  completed  5  November  and  the  last  one  on 
15  December.  The  major  constz*uctlon  task  remaining  is  the  hootch  typo 
buildings  vdiich  are  to  aeirve  as  the  enlisted  barracks,  BOQ,  WOQ,  and  mail 
room.  Construction  has  not  begun  on  these  bviildlngs;  hewever,  the  ground 
site  is  beir^  prepared  at  the  present  time.  See  Incl  #1  for  site  diagram. 

Although  the  67th  Evacuation  Hoepltal  was  essentially  unoperatlonal 
until  7  October,  Its  personnel  and  much  of  its  equipment  was  utilized  to 
augment  other  units.  A  notable  example  of  this  augmentation  is  tho 
Increased  bed  capacity  of  the  85th  Evacuation  Hospital,  vdilch  at  ji  .'d  200 
beds  over  Its  normal  TCC  capability.  Assigned  administrative  personnel 
carried  out  their  usual  duties  within  the  unit.  However,  the  registrar 
personnel  were  attached  for  duty  at  the  85th  Evacuation  Hospital  until 
1  October  vrtien  they  return<jd  to  organize  ani  operate  the  Registrar 
Division  of  this  hospital. 

At  this  time  the  hospital  has  a  bod  capacity  of  112  exclusive  of 
pre-operative  beds.  The  5A2d  Medical  Ccicpary  (Clearing)  maintains  eighty 
(80)  beds  under  cfnvas  for  use  by  convelescent  patients  of  this  hospital. 
The  normal  bed  capacity  of  the  two  facilities  is  192.  In  addition,  eight 
(8)  pre-operative  beds  have  been  earmarked  for  use  if  the  need  should 
arise,  thus  increasing  the  total  bed  capacity  to  200  beds.  See  Incl  #2 
for  admission  and  disposition  figures  during  the  period  5-31  October. 

In  early  June  the  hospital  mess  was  designated  a  transient  mess  for 
the  purpose  of  providing  convenient  mess  service  for  transient  aircraft 
crews.  During  the  period  1  August  thani  31  October  the  mess  section  fed 
approximately  32,550  men  for  breakfast;  48,450  men  for  dinner;  and  33,150 
men  for  supper.  Beginning  5  October'  the  mess  section  took  on  their  main 
function  Diet  Therapy  and  Ward  Service  in  addition  to  continuing  to 
operate  as  a  transient  moss.  A  tremendous  credit  must  go  to  the  mess 
section  for  its  ability  to  get  the  Job  done  even  though  the  section  did 
not  have  its  full  complement  of  trained  personnel. 
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Six  (6)  local  nationals  ore  currently  undergoing  on  the  Job  training 
as  cooks.  It  Is  anticipated  that  within  90  days  these  personnel  will  be 
sufficiently  trained  to  funotl<m  as  second  cooks. 

On  4  August,  Hr^  Fisk,  Assistant  Deputy  Secretary  of  Defense  (Health 
&  Medical);  Or.  Stlnohfleld,  Professor  of  Oithopedle  Surgery,  Colucibla 
Presbyterian  Hospital;  and  Dr.  VyUjOt  Professcr  of  Surgery,  Head  Thoracic 
Surgety  Department,  Columbia  Presbyterian  Hoapltal,  visited  the  hospital 
for  a  first  hand  view  of  the  sMdlcal  facilities  available  in  Vietnam. 

They  were  very  much  impressed  with  the  67th  Evacuation  Hospital  even 
though  we  were  still  In  the  process  of  construction. 

Cn  5  August,  the  unit  provided  ten  (10)  2^  ten  cargo  trucks  and 
trailers  with  drivers  and  assistants  to  form  a  provisional  truck  company 
to  move  supplies  to  the  newly  sunrlved  Fourth  Division  at  Plelku.  As  more 
and  more  suppllas  were  needed  in  the  Plolku  area,  we  ocntlnusd  to  provide 
vehicles  and  drivers.  Service  such  as  this  continued  through  the  entire 
quarter.  At  the  present  time  however,  we  are  only  providing  one  (1)  2^ 
ton  cargo  truck  and  two  driver  personnel. 

The  movenent  of  the  cenaxes  containing  our  medical  supplies  from  the 
S5th  Evacuation  Hospital  area  to  the  bulk  medical  supply  warehouse 
commenced  on  18  Atigust.  This  initiated  that  was  to  become  two  and  a  half 
wedcs  of  steady  warehousing  for  the  supply  section.  It  la  noteworthy 
that  all  the  equipment  was  invmtoried,  inspected  and  found  to  be  in 
excellent  condition  even  though  these  oonsxes  of  supplies  stood  in  the 
hot  sun  of  Vietnam  for  over  five  months. 

COL  E.  S.  Chapman,  Deputy  USARPAC  Surgeon  arrived  19  August 
acccmpanled  by  COL  R.  T.  Miller,  MC,  CO,  44th  Medical  Brigade,  and  LTC 
R.  W.  Blohm,  MS,  USARV  Surgeons  Office.  They  were  given  a  short  briefing 
by  LTC  Holsworth  and  a  tour  of  the  hospital  complex.  Although  the 
hospital  was  still  under  construction,  the  visitors  were  very  much 
Impressed  by  the  piropoeed  physical  plant  and  the  progress  being  made. 

Cn  3  September,  Major  General  C.  H.  Elfler,  Commanding  General,  1st 
logistical  Command,  acc(m9>snled  by  Brigadier  General  Meyer,  Comnaoding 
General,  Qul  Nhon  Support  Co&inand,  and  COL  O'Dell,  CO,  55th  Medical 
Group,  visited  the  new  hospital  site  and  were  briefed  by  LTC  Holzworth  on 
the  stattis  of  construction  and  utilization  of  personnel.  General  Elfler 
was  pleased  with  the  progress  of  construction  but  reiterated  General 
Wostioorolsnd '  s  desire  that  the  ho^ltal  should  bo  coiiploted  snd 
operational  as  soon  as  possible. 

LTC  Tlemy,  ANC,  Chief  Hurse,  USARV,  visited  the  hospital  site  on 
12  September  and  diecussed  ANC  shortages  with  LTC  Coover,  Chief  Nuree, 
and  LTC  Holzworth,  Hoapltal  Commander.  LTC  Tlerny  aasured  LTC  Holzworth 
and  LTC  Coover  that  every  effort  would  be  made  to  liquidate  these  ANC 
ehortages  as  soon  as  possible. 
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Cti  20  September,  the  newly  constructed  power  plant  for  the  hospital 
was  completed  and  the  power  turned  on.  Although,  Initial  ly  there  was 
only  one  (1)  250  KW  generator  in  operation.  In  subsequent  weeks  two  (2) 
more  250  KW  generators  were  added  for  back  up.  This  relieved  a  tremenrlous 
strain  that  was  placed  on  the  unit's  TCB  generators;  conslstant  optimum 
power  being  the  primary  advantage. 

During  the  week  of  25  Septen^er  many  crucial  decisions  were  made 
fdilch  eventually  made  history  for  the  67th  Evacuation  Hospital.  Cn  26 
and  27  Septooher,  COL  Thomas  P.  Ceilto,  ib:ecTrtlve  Officer,  and  ITC  John  W. 
Hamnett,  S3,  4^th  Medical  Brigade  visltoc  tl:e  new  hospital  to  discuss  the 
feasibility  of  opening  the  hospital  during  the  first  week  of  October. 

Ch  27  September,  COL  Vandepool,  LTC  SutherlaiKl,  and  LTC  Boyd  from 
Qul  Nhon  Support  Command  visited  the  hospital  to  assess  the  support  being 
given  and  where  It  might  be  Improved. 

The  decision  came  on  28  Septembor  that  tho  67th  Bvacimtlon  Hospital 
would  officially  open  <m  7  October.  A  step  up  on  construction  was 
initiated  for  all  concerned.  On  30  September,  CPT  Lanib,  Sanitary 
Engineer,  USARV  Sxirgeon's  Office  visited  the  hospital  for  analysis  and 
recommondatlons  concorning  water  system  and  sewage  aj'atem.  A  detailed 
report  was  submitted  to  USARV  Surgeon. 

By  1  October,  90!C  of  our  personnel  were  relieved  from  duty  at  the 
85th  Evacuation  Hospital  and  were  busily  preparing  tho  new  67th  Evacuation 
Hospital  for  Its  opening  day.  The  2d  of  October  bi^{}it  water  flowing 
through  the  hospital  water  system.  Although  the  water  was  non'>pat able, 
the  presence  of  water  relieved  a  major  obstacle  in  opening  the  hospital. 

Ch  4  October,  LTC  Lester  R.  Boyd,  MSC,  S4,  LTC  John  H.  W^lgley,  MSC, 
S3,  LTC  Boyd,  CH,  Chaplain,  and  CPT  O'Brien,  MSC,  SI,  from  44th  Medical 
Brigade  visited  the  new  hospital  for  the  purpose  of  assisting  hospital 
staff  sections  on  any  difficulties  presently  hindering  the  function  of 
the  hospital. 

At  1340  hours  on  5  October  1966,  the  67th  Evacuation  Hospital 
admitted  Its  first  patient,  PFC  Herr/lnio  Narvaez,  US501814B2,  620th  Qrd 
Cdiipany,  APO  96238.  By  2400  hours,  6  October,  the  patient  census  in  the 
hospitel  was  104. 

The  official  openiiig  of  the  67th  Evacmtlon  Hospital  took  place  «» 
Dedication  Day,  7  October  1966.  Ms^Jor  General  C.  W.  Eifler,  Conaandlng 
General,  1st  Logistical  Conmand,  Major  General  Lew,  Comnanding  General, 

ROK  Tiger  Division,  Brigadier  General  Meyer,  Commanding  General,  USASC, 

QN,  plus  many,  many  other  dlgnatarles  and  guests  were  pi-esent.  LTC 
Holzworth  gave  tho  opening  addi^ss  emphasizing  and  thanking  the  people 
for  the  tremendous  task  and  many  obetaclea  that  were  overcome  to  make 
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that  day  become  a  reality.  Upon  conplotlon  of  the  riboon  cutting 
ceremonies  by  General  Elf  lor,  a  tour  of  the  hospital  was  conducted  by 
LTC  HolZMorth. 

Ch  12  October,  the  67th  Evacuation  Hospital  was  given  the  distinct 
honor  of  having  the  Honorable  Robert  S.  McNamara,  Secretary  of  Defense; 
LTCr  Nguyn  Huu  Co,  Deputy  Pritie  Minister,  RVN;  GEM  £^1  G.  Wheeler, 
Chairman  JCS;  Adn  U.  S.  Grant  Sharpe,  CINCPAC;  (S)N  W.  C.  Westmoreland, 
COMUSMACV;  Honorable  Arthtar  Sylvester,  ASD  (PA);  and  sixteen  (16)  other 
high  ranking  dignatarles,  visit  aiid  tour  the  new  hospital  c  duplex. 

On  25  October,  RAdm  John  W.  Cowan,  MC,  DSN,  CINCPAC  I-Iedlcal  Officer; 
COL  David  G.  Eisner,  MC,  USA,  USMACV  Surgeon;  COL  John  E.  Haggerty,  MSC, 
USA,  CINCPAC,  paid  a  courtesy  visit  to  the  hospital.  They  were  very 
Impressed  by  this  modem  medical  facility. 

The  hospital's  safety  program  has  placed  emphasis  on  the  control  of 
weapons  and  orienting  drivers  to  the  driving  situation  as  it  exists  here 
In  RVN.  Stiict  centre.,  of  weapons,  both  TCE  authorized  and  personal 
weapons,  with  weekly  checks  by  the  Hq  Unit  Ccramander  havo  insured  that 
the  prescribed  measures  are  being  carried  out  and  has  been  the 
contributing  factor  in  preventing  accidents  involving  weapons  during  the 
entire  quarter.  Orientation  of  drivers  has  lowered  our  accident  rate. 
However,  continual  emphasis  cn  good  driving  and  driving  experience  will 
bo  the  best  deterrent  in  preventing  vehicle  accidents.  The  Fire  Safety 
Program  has  gone  into  full  swing  with  fire  extinguishers  end  signs  being 
placed  throughout  the  hospital  complex.  A  cuitinuing  effort  on  the  part 
of  all  individuals  within  this  vinlt  wll3  insure  that  fire  hazards  do  not 
go  unobserved  and  that  proper  actions  are  taken  in  the  event  of  an  actual 
fire. 


The  Savings  Bond  Program  has  been  a  con^lete  success.  Out  of  301 
personnel  assigned,  295  people  have  savings  bonds,  for  98>S.  Continued 
effort  is  being  placed  to  garner  the  final  258. 

Shortages  of  Medical  Corps  officers  and  Aitny  Nurse  Coeps  personnel 
that  existed  prior  to  this  unit's  departure  from  CONUS  remainod  unfilled 
through  most  of  tho  quarter.  However,  since  the  hospital  became 
operational  most  of  the  shortages  have  been  filled. 

Officer  personnel  vrtio  have  received  COTIUS  aeslgnments  include  ITC 
Holzworth,  Hospital  Commander,  to  Dependents*  >te(licare;  MAJ  Hill,  ANC,  to 
Sandla  Base,  Now  Mexico.  During  the  ccciing  months  of  Fcbriiary  and  March 
there  will  be  a  considerable  tumwer  of  both  officer  and  enlisted 
personnel.  At  this  time  very  few  orders  have  been  received  assigning 
replacements  into  the  67th  Evacuation  Hospital. 
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Promotion  allocations  durins  tto  report  period  wire  ver;?- 
satisfactorj’’.  Allocations  in  grades  E4  E5  wore  sui'flclcat  to  allokr 
us  to  promote  all  deeervintg  personnul  'who  net  time  In  greule  z^qulrements. 

A  few  promotions  in  the  hi/l^er  enlisted  grades  were  also  aocooiplished. 

Notable  among  the  latter  were  promotions  of  SFC  L6  tloi'man  A.  Beschta,  SP6 
Richard  W.  Kirk,  SP6  Andrew  T-  Preat,  SP6  Herman  J.  Kopp,  and  SFC  E6 
Elmer  L.  Jones  to  SFC  E?.  (See  Incl  jt*3) 

Numerous  itor.s  of  TOE  iredioal  ecpiipment  had  been  hand  receipted  to 
other  medical  vjiits  in  ths  I.I  Get-ps  area  for  use  dvclng  the  period  when 
ti\).a  orgaalr.at:;  o  1  was  nin— ftuictloi-ml.  Upon  receipt  of  notification  that 
■wo  woujr!  he  op'uational  within  seven  daj'e>  a'l.i  of  the  above  mentioned 
items  woio  i-fcwr..Llcd,  When  those  items  were  receive*!  all  wore  inspected 
for  oompletonesa  and  serviceability,  propor  malntencTiCe  was  perfomod, 
and,  in  a  few  instances,  mc-Jor  repairs  were  necessary,  iill  of  this  was 
aocomplished,  and  the  equipment  %as  functional  and  waa  In  place  prior  to 
the  opening  of  the  hospital. 

Mary  necessary  items,  not  Included  in  the  TOE,  and  not  avalled>le  in- 
coxintry,  were  designed  and  fabricated  by  unit  personnel.  These  items 
include  chart  racks,  bedside  tables,  adjustable  back  rests,  emergency 
treatment  carts,  wheeled  litters,  and  carts  for  suction  machines. 

Although  borne  of  necessity  and  designed  as  a  temperary  expedient,  these 
Itons  have  proven  to  be  extremely  practical  and  durable;  it  is  anticipated 
that  they  will  be  used  indefinitely.  Designs  for  tliese  pieces  of 
equipment  ax^  available.  If  new  units  arri-ving  in-country  'will  contact 
the  67th  Evacuation  Hoeplt.ul  (attention  Supply  and  Sei*vice  Division)  we 
Kill  be  happy  to  furnish  copies. 

Che  ciitlcal  shortage  with  the  openli^g  of  the  hospital  was 
autocla-ves.  Two  (2)  of  our  four  (A)  TCE  autoclaves  had  been  utilized 
and  in  turn  salvaged  by  other  units.  The  storilizors  were  rceeivad  on 
26  October,  thus  relie'vins  the  problem. 

Technical  reprosentitives  from  the  CHMI  team,  USASC,  QN,  have  been 
contacted  on  nuBurous  occasions  to  answer  questions  and  provide  guidance  ,r, 

concerning  TM  38-750.  The  Veterinarian  team  was  ccntacted  and  tested  the 
quail-':/  of  cu’’  basic  load  of  "C"  rations.  The  chemical  lte.m  inspection 
team  was  contactcj,_feo  check  the  condition  of  our  chemical  items  and  to 
offer  suggestions  for  the  improvement  of  our  maintenance  and  storage  of 
ssiid  items. 


SSCTIOIi  TT  -  CaiK^AlJDEli'S  OBSERVATIONS  AND  RECOMSiENDATIONS 
Part  1.  Observations  (IsESons  Learned) 


6 


I 


iiVCA^B-GB-EA  7  November  1966 

SUBJ£CTt  Operatlooal  Report  -  Leesone  Loamod  fcr  Quarter Period 
Ending  31  October  1966  (BCS  CSFCR-65) 

Unit  Taxi  Service 

Itemi  Initiation  of  unit  taxi  service. 

^ysuseion!  TCE  8-581£  authorizes  thi<ee  (3)  i  ton  4x4  vehicles  and  ono 
Cl)  3/4  ton  4x4  vehicle.  Ihe  four  vehicles  authorized  this  organization 
do  not  provide  enough  transportation  capability  to  meet  normal 
administrative  requirements.  Distances  are  great  and  traffic  moves  very 
slo>ay  in  combat  zones.  In  spite  of  efforts  to  censoUdato  trips  and 
minimize  -waiting  time  by  the  drivers,  we  are  still  unable  to  respond  to 
over  45^  of  the  Justifiable  requests  for  transportation.  Since  we  felt 
that  we  needed  more  factual  Justification  fcr  the  submission  of  a  KTQE, 
we  initiated  a  hospital  taxi  seirvice  -with  the  above  mentioned  vehicles, 
plus  a  carryall  from  Poet  Transportation  Motor  Pool. 

Observation;  The  taxi  service  under  one  full  time  central  dispatcher  was 
able  to  receive  all  transportation  requests,  give  them  a  priority,  and 
dispatch  vehicles  so  as  to  minimize  transportation  tie-ups  and  eliminate 
needless  runs.  Although  we  were  unable  to  respond  on  ovciy  occasion, 
approximately  80^  of  all  requests  wore  filled,  which  was  a  vast 
Is^rovemant  over  previous  methods. 


Ooera-tinn  Room  Nurses 

Item;  Deletion  of  TOE  Army  Nurse  Corps  spaces,  M06  3443  (Operating  Room 
Nurses),  and  substitution  of  Operating  Rocm  Specialist,  MOB  91D20. 

Discussion;  Ccnsiderlng  the  type  of  -war  surgery  being  performed,  it  is 
necessary  that  an  operating  room  nurse  be  available  at  all  times.  Since 
the  67th  Evacuation  Hospital  has  been  authorized  only  one  OR  nurse,  tills 
coverage  is  impossible.  The  OR  technicians  -vdio  have  been  assigned  in 
lieu  of  OR  nurses  do  not  have  the  training  or  the  experience  for  decision 
making  in  the  operating  room. 

Observation;  One  OR  niurse  cannot  give  round-the-clock  coverage  wi-thout  a 
drastic  reduction  in  her  efficiency.  An  MTCE  will  be  submitted  as  soon 
as  eidequate  statistics  are  available  to  support  our  request. 


Part  2.  Roconnendatlons 

Evacuation  hospl-tals  assigned  for  duty  in  Vietnam  have  a  minimum  of 
three  (3)  oporatirg  room  nurses  in  order  to  have  adequate  24  hour  coverage 
dally. 


3  Incl 

1.  Site  Diagram 

2.  US>  Figures 

3.  Strength  Figures 


RCBERT  h;  ho: 
ITC,  MC 
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AVCA  MB-GB-B  (7  Novmbar  J.966)  lat  Ind 

SUBJBCTi  Operational  Report  -  Lessons  Learned  for  Quarterly  Period 
Ending  31  October  1966  (RCS  CSFCR-65) 

Headquarters,  55th  Medical  OeoMp,  APO  96238,  9  November  1966 

THRUi  Conmandlng  Officer,  Uhth  Medical  Brigade,  ATTN:  Historian, 

APO  96307 

Commanding  General,  1st  Logistical  Coamand,  ATTN:  AVCA  GO-H, 
APO  96307 

Commanding  General,  United  States  Army,  Vietnam,  ATTN:  AVC-DH, 
APO  96307 

Command er-ln-Chlef,  United  States  Army,  Pacific,  ATTN:  GPOr-^'H, 
APO  96558 

TO:  Assistant  Chief  of  Staff  for  Force  Development, 

Department  of  the  Army,  Washington,  D.C.  20310 

This  headquarters  concurs  in  the  observations  and  recommendations 
contained  in  the  basic  report  submitted  by  the  Commanding  Officer  67th 
Evacuation  Hogpltal. 


TEL:  QN  679 


EDWARD  T.  O'DELL 
Colonel,  MC 
Conmandlng 
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AVC.l-in3-P0  (7  Nov  66)  2nd  Ind 

SUDJjKT:  O^ratlonal  Report  -  Ies:zon3  Learned  for  Quarterly  Period 
Ending  31  October  1960  (.'XIS  CSFCR-65) 

44th  l-Ssdlcal  Brigade,  APO  96307,  25  Novenber  1966 

TO:  Conmnding  General,  lat  Logistical  Command,  ATT”:  A/O-i^OC-O,  AFC 
96307 

1,  The  67th  Evacuation  Hospital  becama  operational  on  5  Octoiier 
1906,  thorefoias,  the  hospit.:.!  vra.o  operational  26  days  durL.-.g  tiiis  re¬ 
port  period. 

2,  Concur  with  cor.uno.itc  and  rcoo:,Lr  onclations  of  liosnitul  conunandor, 
and  the  comment  contained  in  the  1st  Indorsement , 

j'OA  THE  cc:r.i.:ii)_:d: 


Linix  393 


IJajor,  I  2C 
Adjutant 
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AVCA  G0-0(7  Not  66)  3d  Ind 

SUBJKCT:  Operational  Report  for  wuarterly  Period  Ending  31  October  1966 
(RCS  CSFCF-65) 

Headquarters j  1st  Logistical  Coanaand,  APO  96307  2  D^C  1966 

TO:  Deputy  Commanding  General,  US  Army,  Vietnam,  ATTN:  AVHGC-DH,  APO  96307 

1.  The  Operational  Report  -  Lessons  Learned  submitted  by  the  67th 
Kvacuation  Hospital  for  the  quarter  ending  31  October  66  is  forwarded  here¬ 
with  . 

2.  Concur  with  the  basic  report  as  modified  by  the  comments  contal.red 
In  the  preceding  indorsements.  The  report  is  considered  adequate. 
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AVHOC-DH  (7  Nov  66)  4th  3hd 

STBJKJT:  OperAtional  Peport-Lespons  I«amed  for  the  J’crlod  '''ncllrp’ 

31  Octobrr  1Q66  (RC?  CS^R-65) 

HEArr.f’ARTRRS,  ITITTT*!T»  «5TA7rs  APfT  VTT^VJ',  AT'O  Ian  ’sVanciPco  96307  ISflEC 

TOj  Conmander  in  Chief,  I’nlted  States  Arnc>-,  '■aeific,  A"’??'': 

ATX>  9655? 

1,  This  hear'c^artpra  has  reviewed  the  Cpcr^tionel  Renort-Ippsons 
Leaxned  for  the  period  ending  31  October  1966  from  'Vrdcuarterp,  67th 
Evacuation  Hoepitel  as  indorsed. 

2.  Reference  Tart  Section  H,  Tage  6  (Recomnenda+ion)  1 
Three  operating-room  nurser  are  presentE.y  assigned,  to  the  67th  "Eva¬ 
cuation  Hospital. 


/f 


OPOP~OT  (7  Nov  66)  5th  Iiid 

SUBJECT  t  Oparatlonal  M*port-L»«aon«  LMraad  for  tb«  Fartod  Ending 

31  October  1966  (RCS  CSPOR-65) 

HQ,  US  ARMX,  BACirXC,  AFO  8aui  Fzwaeiaoo  96558  ^  ^ 

TO:  Asalatant  Chief  of  Staff  for  foroe  Developeent,  DepertMnt  of  the 
Azogr,  Veehlngton,  D.  C.  20310 

This  headquarters  concurs  In  the  basic  report  as  Indorsed. 


FOR  THE  COMMAITDER  IN  CHIEF: 
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AEMISSION  &  DISPOSITION  KIGUHIS  (5-31  OCT) 


Admissions  . . 410 

IRKA . 49 

Mnlnria . 48 

Othfer . 313 

Dispositions  .  ........  294 

Duty . 192 

In  Country . 51 

Out  of  Country  ....  33 

Other . 18 

Out  Patient  Visits . 641 

Immunizations  . . 300 


STRENGTH  FIQURBS 


/J 


1*  Authorized  Strength  aa  of  1  August  1966: 

Officer  WO  Qf 

90  1  222 

2.  Assigned  Strength  as  of  1  August  1966: 

Officer  WO  m 

74  1  210 

3-  Authorized  Strength  as  of  31  October  1966: 

Officer  WO  m 

90  1  222 

4.  Assigned  Strength  as  of  31  October  1966: 

Qfficor  WO  m 

ao  1  220 

5.  Appointment  Allocations  grades  E4  &  E5: 

a.  RocelYod:  AUG  SEP  OCT 

E4  5  4  9 

E5  1  5  12 

b.  No  allocations  vere  returned. 

6.  Appointments  for  grade  E6  'were  made  by  Ccnunandlng  Officer,  55th 
Hedlcal  Group,  APO  ^62^e. 

7.  Appointments  for  grade  E7  thru  E9  vere  made  by  Censnanding 
General,  USASUPCCM,  Qui  Nhon,  APO  96238. 


Incl  #3 
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DOCUMENT  CONTROL  DATA  ■  R  &  D 

(Sma^rtty  elmmalllemtion  tittm,  ho^  of  mbattMCl  srtd  IntibMin^  tnnnlmHon  mumt  mnttrmd  mrhmn  th0  9V9tmH  rwpmtt  r 


I.  OMiaiNATiMO  ACTIVITY  (Cpfpoemtm  muUto*)  )a«.  repoat  accumitv  ci.  Ais*  vc  a  tioa 

UNCIASSIFIED 

HQ,  OACSFOR,  DA,  Washington,  D.C.  20310  lad.  GP^U^  ~ 


».  MC^OMT  TITI.K  - 

Operational  Report  -  Lessons  Learned,  HQ,  67th  Evacuation  Hospital 


•  •  AUtHOWlS)  (Ftrmt  ww,  mi^mm  initkmft  t»»t  nmmtmi 

CO,  67th  Evacuation  Hospital 


•  .  MK^OHT  DATS 

7  November  1966 


ym.  TOTA^  NO.  OF  PAOCA  76.  NO.  OF  liCFS 

18 


•A.  Of«lCINATOn>t  REPORT  NUMRCR|S» 

660380 


•6.  OTHi  R  REPORT  NOtSI  (Any  9lhmt  numhmrm  thmt  mmy  6* 

report) 


Id  OISTRIRUTIOM  STATCMENT 

It-  SUPPLCMCNTA  NOTE* 

l«.  EPONSORINO  MILITARY  ACTtVITT 

N/A 

OACSFOR,  DA,  Washington,  D.C.  20310 

